
The Commonwealth of Massachusetts 


Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


OEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIG BY, MD 
SECRETARY 

JOHN AUERBACH 

COMMISSIONER 


2 / 03/11 


Nicole Cordeiro 

Assistant District Attorney, Suffolk County 
Dear Ms. Cordeiro, 


Enclosed is the information you requested in regards to Commonwealth vs| 
^m^t al. Included are copies of the following: 

1. Drug Analysis Laboratory Receipt. 

2. Control Cards with analytical results for sample 

3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample #’s 


GC/MS testing was performed by Della Saunders. All other analyses were performed by 
Kate Corbett. If you have any questions about these materials, please call me at the 
number below. 



Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


cc: DCS, CBS 


Corbett email PRR 007178 




DESCRIPTION OF ITEMS SUBMITTED 


(!a^CX 6^6a4/j£ 


Cj > ( 1^-1 ^ ^ 














Date Analyzed: AU6 ^ 3 2010 


City: Boston D.C.U. Police Dept. 
Officer: P.O. Diana Lopez 
Defj 
Amount: 

No. Cont: 1 Cont: pb 

Date Rec’d: 07/21/2010 
Gross Wt.: 1.77 


Subst: SUB 


No. Analyzed 
Net Weight: 
# Tests 


\C A 

PreWf |A-C 



Findings: 





City: Boston D.C.U. Police Dept 
Officer- P.O. Diana Lopez 
Def: 

Amount: 

No. Cont: io Cont: pb 

Date Rec'd: 07/21/2010 
Gross Wt.: 5,04 


Date Analyzed; AUG 1 $ 2010 




No. Analyzed 
t Weight 
# Tests: 


Subst: SUB 
. ( 


Net Weight: j QOj 


*s 

6(XU 



No 
City 
Officer 
Def 
Amount, 
No. Cont 


uate Anaiyzeo: AUG 1 0 201§ 
Boston D.C.U. Police Dept 
P.O. Diana Lopez 


Subst: SUB 



Cont: pb 


Date Rec'd: 07/21/2010 
Gross Wt.: 1.56 



No, Analyzed: 
Net Weight: 
# Tests 


Findin9a cccamc- 



Corbett email PRR 007180 









DRUG POWDER ANALYSIS FORM 



SAMPLE # 

No. of samples tested: 


AGENCY 






RESULTS _ 
MS 


MjS] 


[ill] 






























WicrocrvstaHIne Tests 


Gold 

Chloride 

OTHER TESTS 


Gg/MS CONFIRMATORY TEST 
RESULTS .(ml ini 



Corbett_email_PRR_007182 





















PRELIMINARY TESTS 
Spot Tests 

Cobalt t 

Thiocyanate (\ 1) -r 

Marquis_" 


Froehde's 






























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\08__18_10\737711 .D 
DCS 

18 Aug 2010 15:41 

BLANK 

1 

DRUGS 

RTE 


Abundance .'. TIC: 73771 I D 

1400; 



Time~>. 2.p0 2.5o 3.00 3.66 4.00 4.50 5.00 5.50 6.00 6.50 7.00 ’ 7150 8.b0 8.56 9.6o 9.56 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


737711.D 


Thu Feb 03 14:08:18 2011 



Page 1 


Corbett email PRR 007184 
















Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q3-2010\SYSTEM4\08 18 10\737712.D 

Operator 

DCS 

Date Acquired 

18 Aug 2010 15:55 

Sample Name 
Submitted by 

COCAINE STANDARD 

Vial Number 

12 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

Abundance 

...... 

TIC 737712.D 



4176 

1400000 


j 

1200000 


i 

i 

1000000 


j 

800000 


ll 

600000 


i 

400000 



200000 

o 


!'• | 

Time~> 

2.00 2.50 3.00 

3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9,50 

Ret. Time 

Area Area % Ratio % 

4.763 

1560754 100.00 100.00 


737712.D Thu Feb 03 14:08:22 2011 


Page 1 


Corbett email PRR 007185 







Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by : 

Vial Number : 12 

AcquisitionMeth: DRUGS 


F: \Q3-2010\SYSTEM4\08__18_10\737712 .D 
DCS 

18 Aug 2010 15:55 

COCAINE STANDARD 


Integrator 

: RTE 


Search 

Libraries: C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 0 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

4.76 

C:\DATABASE\PMW TOX2.L 

Cocaine 

Cocaine-M (methylecgonine) AC 
Selegiline-M (nor-) 

000050-36-2 96 
000000-00-0 64 
000000-00-0 10 


Abundance 


80 


60' 


40 


20 ! 


O', 


42 


82 


Average of 4.737 to 4.896 min.: 737712.D (-) 


182 


94 


105 


I 1 

j jj 


m/z--> 40 50 60 

Abundance 

80 

60- 

40: 


51 

: i 68 


122 


135.43 152 


166 ! 


198 


I". 1-1+ 


207 222 242 253 


272 


281 


303 


■Hh'l-:' 1 ,'i-. ; 4V, ■. , . .,. ■ , , , „ --. 

70 80 90 100 110 120 130 140 150 160 170 180 1_90_200 210 220 230 240 250 260 270 280 290 300 
#465: Cocaine ’ ...PI 503 


182 


94 105 


20 < 


303 


122 


155 166 


198 


272 


nvz~> 40 50 60 70 80 90 100 110 120 130 140 150 160 1’C 180 190 200 210 220 230 240 250 260 370 280 290 30C 
737712.D Thu Feb 03 14:08:23 2011 Page 2 


Corbett email PRR 007186 


















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\08_18_10\737719.D 

Operator : DCS 

Date Acquired : 18 Aug 2010 17:29 

Sample Name : BLANK 
Submitted by : KAC 
Vial Number : 1 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance TIC: 737719.D 



Ret. Time Area Area % Ratio % 

* * *N0 INTEGRATED PEAKS*** 


737719.D Thu Feb 03 14:08:53 2011 Page 1 


Corbett email PRR 007187 












Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q3-2010\SYSTEM4\08_18_10\737720.D 
DCS 

18 Auq 2010 17:43 


KAC 

20 

DRUGS 

RTE 


Abundance 
i 3500000: 

3000000; 

2500000; 

2000000 ; 

1500000; 


4(77 


TfC: 73772070 


; 1000000 
: 500000 

0 : , T-. : ,, 

'Time~> 2.00 2.50 


3.99 | 

i I 

i 1 

3.00 3.50 4.6(T ‘ 4,50 5.00 5.50 6.00 6.50 7.00 " 7.50 " 8.00 ' 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.990 

765262 

15.59 

18.47 

4.768 

4143553 

84.41 

100.00 


737720.D 


Thu Feb 03 14:08:57 2011 


Page 1 


Corbett email PRR 007188 











Area Percent / Library Search Report 


Information from Data File 
File Name : F:\Q3 

Operator : DCS 

Date Acquired : 18 Auc 
Sample Name 
Submitted by : KAC 

Vial Number : 20 

AcquisitionMeth: DRUGS 
Integrator : RTE 


2010\SYSTEM4\08 18 10\737720.D 


2010 17:43 


Search 

Libraries: C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 0 

PK# 

RT Library/ID 

CAS# 

Qual 


3.99 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance 


Average of 3.964 to 4.101 niln : 737720.D ( ) 
148 


80 : 


6o; 


40 


73 


204 


101 


O ” 
CM 

51 

| j 

42 : 

0^ 

...... 

frr/z--> 

40 50 

Abundance 


80: 


60 


40 : 


20 

51 

0 . 

40 50 

;m/z-> 

737720 

. D 


63 i 



121 

i i i 



89 

i 


i ! | 



11 1 [81 _J 

.1.109 .j, 

l. / 30 138 , 111 157165 186 |! ; 

|!i. 253 

281 1 


#84039: lmidazd[2,1-B]tliiazoIe, '2~3.5,6-tetrahydro-6-phenyl- 

204 

148 


73 


89 


: 81 


101 


117 


127 


i:ij 10Q i 

" :iii J.... 4,1C 


i) 176 

135 . jj, 157 167 185 


40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 


Thu Feb 03 14:08:59 2011 


Page 


Corbett email PRR 007189 



























Area Percent / Library Search Report 


Information from Data File 
File Name : F:\Q3 

Operator : DCS 

Date Acquired : 18 Auc 

Sample Name _ 

Submitted by : KAC 

Vial Number : 20 

AcquisitionMeth: DRUGS 
Integrator : RTE 


2010\SYSTEM4\08__18__10\737720 .D 


2010 17:43 


Search Libraries: C:\DATABASE\PMW_T0X2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


2 4.77 C:\DATABASE\PMW_TOX2.L 

Cocaine 000050-36-2 96 
Cocaine-M (methylecgonine) AC 000000-00-0 58 
Butalbital (ME) 000000-00-0 9 


Abundance .". ^. Average of 4.736 to 4.884 min :737720.D (-) 

so | 182 

}■ j ;■ I 

60 i 


20 42 


1 ! i 

0- £!■ 

55 68 

1 ...1 .’L-. 

i . 

122 

: ' | ■_ ; 

135 

j 198 

152 166 

215 230242 

303 

272 

259 288 j. 

355 

405 i 

m/z--> 40 

Abundance 

60 

80 

100 120 

_440 

160 180 200 220 240 

260 _280 300 320 

340 360 

380 400 j 


82 



#465: Cocaine 

PI 503 




80- 
60 j 

| j 182 

40 j !j 

94 105 | 


0 , __ .. 

122 

155166 

j 

198 


272 

nVz-> 40 60 

80 100 120 

140 160 

180 

200 220 

240 

260 280 300 

737720 . D 

Thu 

Feb 03 

14 

08 : 59 

2011 



320 340 360 380 400 

Page 3 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\08_18_10\737721.D 

Operator : DCS 

Date Acquired : 18 Aug 2010 17:56 

Sample Name : BLANK 

Submitted by : KAC 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundance. .. . TIC: 737721.[) 



* * *NO INTEGRATED PEAKS*** 


737721.D Thu Feb 03 14:09:04 2011 Page 1 


Corbett email PRR 007191 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\08_18_10\737722.D 
DCS 

18 Aua 2010 18:09 


KAC 
22 

DRUGS 

RTE 


Abundance ... TfC: 737722 0 

4.77 

3500000; 

: 3000000 j 

I 2500000; 

: 2000000; 

1500000| 


: 1000000 

3.99 

jl 


500000 

j 2.06 

| 

ji 

4.91 

J = t 

6.38 i 

Time~> 2.66 2.50 3,bo 

3.50 4.00 

4.50 5.00 

5.50 6.0O 6.50 7.00 7.50 ’ ' 8.66 8.50 9.00 ’ 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

2.060 

124675 

2.00 

2.61 

3.990 

755479 

12.14 

15.82 

4,773 

4775576 

76.73 

100.00 

4.911 

146510 

2.35 

3.07 

6.376 

421233 

6.77 

8.82 


737722 . D 


Thu Feb 03 14:09:09 2011 


Page 1 


Corbett email PRR 007192 







Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3- 

DCS 

^^Auc 

KAC 

22 

DRUGS 

RTE 


2010\SYSTEM4\08 18 10\737722.D 


2010 18:09 


Search 

Libraries: C:\DATABASE\PMWTOX2.L 

Minimum Quality 

: 90 



C:\DATABASE\NIST98.L 

Minimum Quality 

: 0 

PK# 

RT 

Library/ID 

CAS# Qual 

1 

2.06 

C:\DATABASE\PMW TOX2.L 





Cocaine-M/artifact -H20 

000000-00-0 

98 



Metipranolol-M/artifact AC 

000000-00-0 

32 



MDA-M (desmethylenyl-methyl-) ME 

@ 000000-00-0 

25 

Abundance 


Average of 2.0331o 2.145 min.:T37722.D (-) 

1$2 



80; 


60 


40 


20 : 


42 


82 


122 


57 


51, 


65 


77 


Oh: l :iii!p,, M )jU[lU,'.:r 1 |ijiI° r -.iilHij.- 89 i 


94 

; | 

ife- 


106 


138 


117 


127 


181 


166 


m/z--> 4b 45 50 SiTe'o 65 70 75 80 85 9b 95 lOO 105110 115120 libido 1^5140 145 150 165160 165170175180155 
Abundance #3574: Cocaine-M/aififact -H20.P753 ~~. 


1^2 


80 


60- 


40; 


20 : 


0- 


82 


122 


94 


106 


138 


166 


181 


m/z-> 40 45 50 55 60 65 70 75 80 85 90 95 100 105 110115 120 125 130 135 140 145 150 155 l60 165170 175 180 185 


737722.D Thu Feb 03 14:09:09 2011 


Page 2 


Corbett email PRR 007193 


























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\08_18_10\737722.D 

DCS 

18 Aug 2010 18:09 


KAC 

22 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L Minimum Quality: 0 


PK# 

RT 

Library/ID 


CAS# 

Qual 

2 

3,99 

C:\DATABASE\NIST98.L 
Imidazo [2, 1 -b] thiazole, 
Imidazo [2, 1 -b] thiazole, 
Imidazo[2 , 1 -b] thiazole , 

2,3,5,6 -tet 
2,3,5,6-tet 
2,3,5,6-tet 

006649-23-6 

006649-23-6 

006649-23-6 

99 

98 

97 


Abundance 

| 80 


60 


40 : 

: 20 

41 

0 

,r-4b‘ 

im/z~> 

40 

Abundance 


80 


60 


40 


20 


0 


m/z~> 

40 

737722 

.D 


'Average of 3.969 fo4 112 min.: 737722.D(- 
148 


204 


73 


101 


121 


51 


63 


89 


81 .^09,!-! 165 .187 Ji, . ._. 281 

50 60 70 80 90 10(f DO 1^0 130 140 150 160 l7o lio 190 200 210 220 230 240 250 260 270 2fk) 




176 

157165 | 187 


#84039: !m!dazo[2,1-b}!hiazd!e, 2,3’,5.TT-fe Ira hydro-6-phenyl- 

2Q4 

148 


73 


51 63 ; 


101 


127 


89 


117; 


81 


ill 109 


135 


176 

157 167 ; 185 


m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 

Thu Feb 03 14:09:10 2011 Page 3 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3- 2 010\SYSTEM4\0 8 
DCS 

18 Auq 2010 18:09 


KAC 

22 

DRUGS 

RTE 


18 10\737722,D 


Search Libraries: C:\DATABASE\PMW_T0X2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


3 

4.77 

Abundance 

80 


60 


40 


20 

42 


51 


68 

0 

,Jl:vyU: 60 1.1 Ji 

rn lz-> 

40 50 60 70 t 

Abundance 


80 


60 


40 


20 


0 ; 

i 

m/z-> 

40 50 60 70 8 

737722 

.D 


Cocaine 

Cocaine-M (methylecgonine) AC 
Selegiline-M (nor-) 


000050-36-2 96 
000000-00-0 58 
000000-00-0 9 


8,2 


Average of 4.736 to 4.879 min.': 7377221) {-) 
182 


94 

I 105 


122 


135143 ^ 166 


198 


303 


272 


. . . .. ..., ......, , _ i;i . . .. ; ... ...! r 20721 5 226 242 253261 |, 281289 j, 

40 's'o 60 70 80 90 100 110 lib lib 140 150 160 170 180 1 &266 210 2 $) 230 24o’250 280 270 280 2^0 300 


82 


#465: Cocaine 


P‘1503 


182 


94 105 

i 


303 


122 


155 166 


198 


272 

T-T-1 . rrp -IT 


Thu Feb 03 14:09:11 2011 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\08_18_10\737722.D 

Operator : DCS 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 22 

AcquisitionMe t h: DRUGS 
Integrator : RTE 



Search Libraries : C: \DATABASE\PMW__TOX2 . L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


4.91 C:\DATABASE\NIST98.L 

Pyrene 000129-00-0 49 
Benzene, 1,1'-(1,3-butadiyne-l,4-di 000886-66-8 47 
Pyrene 000129-00-0 47 


Abundance 




I 

80 i 




1 60! 




40! 




20! 



76 



51 

63 ! 89 

0 

40 

! 

i-H 

.1 , i ! 

i ! r p i'. ■•I'i !'»'■ t ■■ ■ | i | l'» 

fnlz-> 

40 

50 

60 70 80 90 


Average oT4.8S9To'5.000 min7: 737722XT f) 

2Q2 


103 


147 


116 


174 


129 


138, 


155 


187 


253 


281 


Abundance 


80 


#83585: Pyrene 


601 


2Q2 

i 


40; 


20 ; 


101 


0 


39 50 63 75 


88 


; 110 122 134 151 161 


174 


w .Jo. 


'm/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 260 210 220 230 240 250 260 270 280 


737722.D Thu Feb 03 14:09:11 2011 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q3-2010\SYSTEM4\08_18_10\737722.D 
DCS 

,0 18:09 


KAC 

22 

DRUGS 

K, 1 iH/ 


Search 

Libraries: C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 0 

PK# 

RT Library/ID 

CAS# Qual 

5 

6.38 C:\DATABASE\PMW_TOX2.L 

Cocaine-M (benzoylecgonine) 
Atropine AC 

DOM precursor-2 2AC 

000519-09-5 96 

@ 000000-00-0 32 

000000-00-0 10 

Abundance 

Average 016.322 to 6.518 min.: 737722.D Q 
1?4 


| 80 

j 

\ 

i 60 j 

) 

! 

40 j 

i 

82 

| ; 105 

j 168 


20 42 

Ml; i 

HI I 



°° ■ !: ' 138 | 2 rn 

0 , . 150 184 207 239253 267 327 355 429 

m iz--> 40 60 80 100 i20 140 l60 180 200 220 240 260 280 300 320 340 360 380 400 420 


Abundance ¥2120: Cocaine-M (benzoylecgonine) PI 424 

| ! 124 

80 ^ 

; 60 ’ 

: 77 



: : 105 




20 

51 9 ? 



289 

i 0 

; j i ; 


184 

261 

mlz-> 

40 60 80 100 120 140 160 

180 260 

220 240 260 280 300 320 340 360 380 400 420 


737722.D Thu Feb 03 14:09:12 2011 Page 6 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\SYSTEM4\08_18_10\737726.D 
DCS 

18 Aug 2010 19:04 

BLANK 

2 

DRUGS 

RTE 


Abundance .. .TIC: 737726.D 



Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


737726.D Thu Feb 03 14:09:30 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3 - 2 010\SYSTEM4\08__18_10 \73 7727 . D 
DCS 

18 Aug 2010 19:17 

COCAINE STANDARD 

27 

DRUGS 

RTE 


Abundance.. ..TIC: 737727.D 


1500000 

4 

76 



i 

! ioooooo 

j 





500000 

;; 





1 j 

OWr 





Time-> 2.00 2.50 

3.00 3.50 4.00 4.50 

5.00 

5.50 

6.00 

6.50 7.66 7.bo 8.00 8.50 9.66 9.50 


Ret. Time 

Area 


Area 

% 

Ratio % 

4.763 

1589419 

100. 

00 

100.00 


737727.D 


Thu Feb 03 14:09:34 2011 


Page 1 


Corbett email PRR 007199 






Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\SYSTEM4\08_18_10\737727.D 

DCS 

18 Aug 2010 19:17 

COCAINE STANDARD 

27 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


4.76 C : \DATABASE\PM W^_TOX2 . L 

Cocaine 

Cocaine-M (methyleegonine) AC 
Butalbital (ME) 


000050-36-2 96 
000000-00-0 72 
000000-00-0 9 


Abundance 


80: 


60; 

40 

20 i 

I 

owl 


82 


Average of 4736To 4.353 mm.f737727T} (-) 


182 


94 


! 

1 ! 


105 

i 

42 

1 


1 i 
! 1 


51 


i i 

i. 122 ! 


68 ' 

•ij ; 

j: j : 135 152 166 

j 


Wife ■/ ' 

! ? J i { .vVrl-r-r-r- s , -. .L,. . . iiJij__ 


198 

! 207215223 242 253 


272 


282 


303 


Abundance 


80! 


82 


Iff 65: Cocaine 


PT503 


60- 


40; 


20; 


182 


94 105 


122 


303 


155 166 


198 


272 


m/2 - > 40 5 0 60 70 80 90 100 110 120 130 140 150 160 170 180 190^00 210 220 230 240 250 260 270 280 290 300 

737727.D Thu Feb 03 14:09:34 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q3-2010\System7\08 20 10\738729.D 

Operator 

DCS 

Date Acquired 

20 Aug 2010 18:25 

Sample Name 

BLANK 

Submitted by 
vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 738729,D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


738729.D 


Thu Feb 03 14:11:59 2011 


Page 1 



Corbett email PRR 007201 






Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\Systern7\08_20_10\738730.D 
DCS 

20 Aug 2010 18:38 

COCAINE STANDARD 

30 

DRUGS.M 
RTE 


Abundance 

1500000 

1000000 


TIC: 738730.D\dala,ms 

4.734 


500000 


Time-> 2.00 2.50 3.00 3.50 4.00 4.50 6.00 5,50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 



4.734 

1591519 

100.00 

100.00 




738730 .D 


Thu Feb 03 14:12:03 2011 


Page 1 


Corbett email PRR 007202 





Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\System7\08_20_10\738730.D 

Operator : DCS 

Date Acquired : 20 Aug 2010 18:38 

Sample Name : COCAINE STANDARD 

Submitted by : 

Vial Number : 30 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.Li Minimum Quality: 70 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4.73 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.702 to 4.898 min.: 738730.D\data.ms (-) 



m/z~> 40 60 80 100 1 20 140 160 180 200 220 24 0 260 280 300 


Abundance #29: COCAINE 



738730.D Thu Feb 03 14:12:04 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe t h 
Integrator 


F:\Q3-2010\System7\08_20_10\738735.D 

DCS 

20 Aug 2010 19:41 

BLANK 
KAC 
1 

DRUGS.M 

r>rptr> 

X o 


Abundance TIC: 738735.D\dala.ms 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


738735.D 


Thu Feb 03 14:12:16 2011 


Page 1 


Corbett email PRR 007204 





Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


F:\Q3-2010\System7\08 20 10\738736,D 
DCS 

20 Aua 2010 19:54 


36 

DRUGS.M 
RTE 


Abundance 


4.133 


TIC: 738736, D\da(a ms 


2500000 

2000000 

1500000 

1000000 

500000 


oW .. WV 

Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 

rn.TfTTTTr-pr - r 

5.50 6.00 

1 1 | T "TTT-yT-T--r-l--y- T 'T'' t '' 1 | 1 1 l 1 | T f 1 1 f < i < ri-TTTT" 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

3.913 

4.733 

376857 

3123180 

10.77 

89.23 

12.07 

100.00 


738736 .D 


Thu Feb 03 14:12:20 2011 


Page 1 


Corbett email PRR 007205 




Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\System7\08_20_10\738736.D 

Operator : DCS 

Date Acquired : 2^Auc^20^^1.9 : 54 

Sample Name ; 

Submitted by : KAC 
Vial Number : 36 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 70 

C:\Database\PMW_TOX2.L' 

PK# RT Library/ID CAS# Qual 


1 3.91 C:\Database\NIST05a.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 99 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 014769-73-4 98 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 97 


Abundance Average of 3,881 to 4.119 min.: 738736.D\data.ms (-) 



m/z~> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280_ 

#59445: lmidazo[2,1-b]thiazole, 2,3,5,6-tetrahydro-6-phenyl- 
148 2 04 


60 



m/z-> 40 50 60 70 80 90 100110120130 140 150160 170180190 200 210 220 230 240 250 260 270 280 


Abundance 

80 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\System7\08__20__10\738736.D 

Operator : DCS 

Date Acquired r 20 Aug 2010 19:54 

Sample Name : 

Submitted by : 

Vial Number : 36 

AcquisitionMeth: DRUGS.M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 70 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


2 4.73 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4,696 to 4.892 min,: 738736.D\data.ms (-) 



Abundance #29: COCAINE 



mtz~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 


738736.D Thu Feb 03 14:12:22 2011 Page 3 


Corbett email PRR 007207 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\System7\08__20_10\738752.D 
DCS 

20 Aug 2010 23:15 

BLANK 


DRUGS.M 
RTE 


Abundance TIC: 738752.D\dala.ms 



Ret, Time Area Area % Ratio % 


* **N0 INTEGRATED PEAKS*** 


738752.D 


Thu Feb 03 14:12:39 2011 


Page 1 


Corbett email PRR 007208 





Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator : 


Data File: 

F: \Q3 - 2010\Sysfcem7\08__20_10\73 8 753 .D 
DCS 

20 Aug 2010 23:28 

COCAINE STANDARD 

53 

DRUGS,M 
RTE 


Abundance 

1500000 

1000000 

500000 


TIC; 738753.Didata.ms 


4.733 


1 "' 


TTTTTTTT 


T 




Time-> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7,00 7,50 8.00 8.50 9,00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.733 

1600455 

100.00 

100.00 


738753 . D 


Thu Feb 03 14:12:43 2011 


Page 1 


Corbett email PRR 007209 






Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\System7\08_20_10\738753.D 

Operator : DCS 

Date Acquired : 20 Aug 2010 23:28 

Sample Name : COCAINE STANDARD 

Submitted by : 

Vial Number : 53 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Database\SLI.L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 70 

C:\Database\PMW_TOX2.L 

PK# RT Library/ID CAS# Qual 


1 4,73 C:\Database\SLI.L 

COCAINE 000050-36-2 99 


Abundance Average of 4.702 to 4.850 min : 738753.Dtdata.ms (-) 

! 8 P 
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